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FIGURES 3-3 and 3-4 Results in trial fabrication plants for both implanter equipment (1987-8) and wafer etch equipment (1988), with and without service contract, show a substantial increase in average monthly uptime and increased predictability by reducing the range of monthly uptime. Source: Intel Corporation, 1989.f 90 percent of available hours (in a 168-hour week).
